AMENDMENT NO. 1 MARCH 2021 
TO 


IS 13258 : 2014 WELDED LOW CARBON STEEL 
CYLINDERS EXCEEDING 5 LITRE WATER 
CAPACITY FOR LOW PRESSURE LIQUEFIABLE 
GAS — REQUIREMENTS FOR INSPECTION AND 
RECONDITIONING OF USED LPG CYLINDERS 


( First Revision ) 


(Page 5, clause 18.1) — Substitute the following for the existing clause: 


‘18.1 Preparation for dispatch of reconditioned cylinder shall be as per clause 23 
of IS 3196-1.’ 


(Page 5, clause 18.2) — Delete. 


(MED 16) 
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